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SUMMARY IS SUBMITTZD 9 


UTRER FPROGRASNEL WORK. THE FOLLOWING 


AXEAS MOST OIRECTLY AFFECTED 3Y QUR FUTURE UTILIZATION. 


A. RUN UP PAD LOCATED AT WEST 2N3 GF KANGA? IS VIRTRALLY 


CONSHETE Tie DOWN FOR EN 


COMPLETE. THE #URK Ls FINIShiL, 


& AND THE BLAST FENCE DEFLECTOR 15 COMPLETE. 


SUN-UP IS IN PLAC 


COVER FOR THE UTILITY OTTCH PARALLEL TO HANGAR 


THE METAL 


JF SHOULDERS IS ALL TRAT iS REAL NING 


JOGRS PLUS PREPARATION 


TO COMPLETE THE J33. THE RUN-UP PAD LOOKS EACELLENT. 


4N=-TO SHEU ON WORTH SIDE OF KANGA L> LN VeRY [2 


INITIAL PREPAHATIUN UF SUS SURFACE FUR 


& JEC 


AS IN PROGRESS. 
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SUT WILL BE IMPROVED WHEN PAINTING AND OTHER MINOR REPAIRS 


AR COMPLETE. 


Re HANGAR ROOF IS BEING PATCHED 3UT SOME BELIEVE THIS 


iS WASTED EFFORT ANG I AGREE. 


Fe SECURITY POST ON [ IS COMPLETE 


Z&CEPT FOR A&A MINOR MOD. 


Ge ELECTRICAL POWER IS NOW AVAILABLE FROM THREE COMPATISLE 
GENERATORS WHICH SHOULD HANDLE THE LOAD PLUS PROVIDE BACK UP. 


He TAXIWAY TO KAMP WORK DELAYED PER HQ INSTRUCTIONG, 


CONDITION IS SATISFACTORY FOR USE. 


I. waTER system [ | HAS BEEN RECEIVED qu 


INSTALLATION OF 4 INCH LINE AND UNDERGROUND STORAGE TANK 


29X1A 


THE CONTRACT HAS NOT YET SEEN LET. THE WELL IS NOT USABUE JJE TO DIRT, 


SAND, ETO, HAVING FILLED THE HOLE BELOW APPROX 65 FT LEVKL. 


iT SEEMS QUITE PROBABLE THAT IT COULD BE RECLAIMED BY CLHANING 


OUT AND INSTALLING CASING. 
Je HOUSING IS ESSENTIALLY SAME. 


2e CURRENT CONSTRUCTION PLANS FOR NEW LEAN*TO TO SHE 


NORTH SIDE OF HANGAR IS TO POUR CONCRETE PAD 12 FT 4 iN 


OW 


#IDE 


FOR FULL LENGTH OF BUILDING CAPPROX 155 FI) BUT CURRENT @uTH 


OF $1ae¢.e2 Per [WILL PROVIDE SHED LESS THAN 


HALF 


OF TOTAL LENGTH. & REQUIRED ELECTRIC PANEL 3OX ALONE WILL 


COST 3502.23. 


PLANNED UTILIZATION OF SHED FOR STORAG) 


as y ost Tops aut Lair 
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3a PROVIDES FOX COMPLETIG.! OF LEAN*TO FOR THE FULL LENGT 


OF THE HANGAR. ENGINEZRS ADVISE IT WILL af NECESSARY TE 
LATRINE IN THIS AREA DUE TO DRAINAGE PROBLEMS On OTHER TOF 
OF HANGAR. ALSO ONE OFFICE 12 FT X 12 FT IS PLANNED. 
SEAR. [| ESTimaTES THAT & TOTAL OF APPROK $3, abi. 8u 
1,829.89 ADDITIONAL WILL COVEN THE ENTIRE O08. 


4. FUATHER RECOMMEND THAT A CAPABLE ENGINERR DETERAI 


IT GEEMS LIKELY THAT A WEY ROOF WILL BE REQUIRFOQ. WITH ANTICIPATED 
FUTURE UTILIZATION OF HANGAR FOR STORAGE OF STAGING EQUIP Si 

If IS NEGESSARY THAT DRY STORAGE 3E PROVIDED DURING THE kKonsgoN 
SEASON. 
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